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WACO,  TEXAS  o 
The  Tidwell   Bible   Building   located  on  the  ^ 
campus  of  Baylor  University  in  Waco.    This  " 
beautiful   five-story.     air-conditioned  build- 
ing  houses   the   religion   department,  Miller 
Chapel,   Bible  Library,  and  numerous  class- 
rooms. 
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